re 


2000/06/01 : CIA-RDP89B00569R000800130011-1 


a geeme eames 
¢ ORAL 4 


25X1A 
25X1A 


25X1A 


BO OO? DEEEAGE 


Las Re 


12 Hy 


Approved For R 


